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Amphitheatre, in City Lake Park, is used "T 
extensively for outdoor theatricals, band con- £ 
certs, etc. It has a seating capacity, for ap- °. 
proximately 4,000. < 

M 


M 

O 


POST CARD 


PLACE 

STAMP 

HERE 

1B-H1229 


O 

_i 

O 

o 




H-4 — Amphitheatre, City Lake Park and Dam, High Point, N. C. 




